
El Monte Union High School District 
3537 Johnson Avenue 
El Monte, Ca91731 

Site-Visit Certification 

Bid No. 2017-18(B4) 

Installation of District-Owned 
Surveillance Cameras and 
Wireless Access Points Districtwide 
(Bid Packet Section 00310) 


Check whichever option applies: 


_ I certify that I visited the Site of the proposed Work and became fully acquainted with the 

conditions relating to construction and labor. I fully understand the facilities, difficulties, 
and restrictions attending the execution of the Work under contract. 

_I certify that_(Bidder's representative) visited the Site of the 

proposed Work and became fully acquainted with the conditions relating to construction 
and labor. The Bidder's representative fully understood the facilities, difficulties, and 
restrictions attending the execution of the Work under contract. 

I fully indemnify the El Monte Union High School District, its Architect, its Engineer, its 
Construction Manager, and all of their respective officers, agents, employees, and consultants from 
any damage, or omissions, related to conditions that could have been identified during my visit and/or 
the Bidder's representative’s visit to the Site. 

I certify under penalty of perjury under the laws of the State of California that the foregoing is true 
and correct. 

Date: 


Proper Name of Bidder: 
Signature: 

Print Name: 

Title: 
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